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388 / BUCA - 

Objective 

Reduction' in. the ingredients in the buriey casing 
without changing: significantly the taste. 


Description 

Taking into consideration' the comments of Panel A 
three new prototypes were produced. 

10P : Is a normal Marlboro blend where only 

the US part of the buriey tobacco was 
treated: with' the standard ingredients. 
The buriey substitutes were added 1 to 
the bright and oriental. 

This part of the blend received 45 
liters of precutting solution instead: 
of 40 liters to compensate for the 
added tobacco. 

The other stages of the process were 
standard with the same application of 
ingredients and the same conditions as 
usual. 


ll'P : Is a normal Marlboro blend with' standard 

applications except for the standard 
buriey casing which was replaced by 
EBC-21. 


12P : Is similar to version 1QP but the standard 

buriey casing was replaced by EBC-22. 


These cigarettes are currently too fresh to be 
evaluated. 


Follow-up 


A Delta Panel (difference test) will be made on these 
prototypes. 

The prototypes will be submitted to Panel A: for the 
taste evaluation. 
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401 / STEM 


Objective 

To improve the taste and quality of the stems. 


Summary 

The development was made on the same flue-cured 
stem blend as the one used for Atlantic trials. 
Five different versions were submitted to Panel A. 


IP : This version contains sfc-204 received from 

Richmond. This ingredient was previously foreseen 
to flavour the Hunter-conform RE of project Keeganu 

2P : This version' contains sfc-AC-3 (stem casing) 
received from Richmond. 


3P : This version was developped at FTR and contains 
GAA and C14. 


4P : This version was developped at FTR and contains 
TARTAR and! G14. 


5P : This version contains GAA, TARTAR and C14. 


The comments of Panel A are as follows: 


- Prototype IP is the most acceptable prototype as far 
as a decrease in harshness is concerned, and it gives 
no artificial taste. 


- Prototypes 3, 4 and 5 : The character of FC stems changes, 
the harshness doesn't decrease and the cigarettes give a 
strange artificial taste. 


Follow-up 

Small batches of stems were sprayed with: 

- ESTC-6 contains CW3 

- ESTC-7 contains Glucose and C103 

- ESTC-8 contains C14 and Cl'03 

- MF-PC 
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Some of these versions look promising. They will be 
submitted to Panel A for taste evaluation. 


Contacts with suppliers 

Seven samples of tobacco flavours were received from 
Felton (GB). 




J.-P Fatton 
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JPF/sb/JULY 30 1981 
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